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SUBJECT: MEDICAL BULLETIN ON PRESIDENT 

WHITE HOUSE BULLETIN ISSUED MORNING JULY 19 REPORTED 
PRESIDENT HAD A GOOD NIGHT'S SLEEP, HIS TEMPERATURE IS 
NORMAL, AND NO FURTHER TREATMENT IS SCHEDULED TODAY. HE 
WILL CONTINUE TO MT WITH HIS STAEF TODAY WITH REST 
PERIODS IN BETWEEN, AND IS STILL SCHEDULED TO LEAVE THE 
HOSPITAL TOMORROW AROUND NOON. RUSH 
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